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Behind  the  scenes  in  a 
modern  AUTO  BANK 
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DRIVE-IN  AND  WALK-UP  WINDOWS 


Featuring  a  perfected  Sliding  Drawer  Depository  with  Push-Button  Control 


The  teller  presses  a  button  and  the  depository  drawer  slides 
out  smoothly,  noiselessly.  Travel  of  the  drawer  is  flexible, 
to  make  it  easily  accessible  from  all  types  of  cars.  Another 
press  of  the  button  and  the  drawer  returns  to  normal  posi¬ 
tion,  with  its  full  contents  at  the  teller’s  fingertips.  The  au¬ 
tomatic  operation  impresses  customers  and  speeds  up  trans¬ 
actions.  The  drawer  opening  is  practically  draft-proof. 

OTHER  IMPORTANT  FEATURES 

Improved  Sound  System.  Latest  type  two-way  communica¬ 
tion  between  teller  and  customer. 

Removable  stainless  steel  tray  is  supplied  in  top  of  drawer 


for  normal  deposits.  The  tray  is  removed  for  receiving  bags 
or  packages. 

Clear  Vision.  Bullet-resistive  glass  extends  down  to  the 
counter  top,  giving  customer  full  view  of  all  transactions, 
giving  the  teller  full  view  of  approaching  vehicles. 

Cash  drawers  and  open  storage  spaces  are  provided,  as 
shown  in  the  photos  which  follow. 

Vertical  columns  and  exterior  of  entire  assembly  are  con¬ 
structed  of  bullet-resistive  glass  and  stainless  steel. 

Three  sizes  are  available:  75"  (angular  bay  type)  ;  60" 
(flush  or  bay  type)  ;  42"  (flush  or  bay  type) . 
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Main  Office  and  Factory  at  Hamilton,  Ohio.  Other  factories  at  Canton,  Ohio;  Jackson,  Miss.;  Toronto,  Canada.  Branches  at 
New  York,  Chicago,  Boston,  Detroit,  San  Francisco,  St.  Louis,  Houston,  Atlanta,  Philadelphia,  Minneapolis,  Washington,  Los  Angeles. 
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DRIVE-IN  WINDOW 

Series  75 
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Angular  Bay  Type 

This  is  the  most  popular  style  and  size. 

The  angular  bay  type  gives  maximum 
visibility,  harmonizes  with  any 
architectural  building  design. 


Drawer  extended ;  tray  removed 
for  receiving  bags  or  packages. 
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75 -AB— automatic  communication  system, 
electric  drawer  operation. 

75-BB — manual  communication  system;  elec¬ 
tric  drawer  operation. 


75-CB — automatic  communication  system, 
manual  drawer  operation. 

75-DB — manual  communication  system,  man¬ 
ual  drawer  operation. 


This  photo  shows  Style  No.  75-AB  from  the 
teller’s  side.  Note  the  ample  work  space, 
the  two  cash  drawers,  two  open  storage 
spaces,  adjustable  microphone,  electric 
convenience  outlets,  recessed  light  fixtures. 


Cash  drawers  open.  Note  re¬ 
movable  trays  inside  drawers. 
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Series  60 


Smaller  size  than  the  Series  75,  but  a  practical 
and  popular  window.  Used  extensively  where 
multiple  inside  facilities  are  provided. 

Provides  convenient  work  space,  has  two  cash 
drawers,  adjustable  microphone,  electric 
convenience  outlets,  recessed  light  fixtures. 


Style  No.  60-DF  with  cash  drawer 
open,  showing  removable  trays. 
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Series  60.  Available  in  eight 
forms,  both  flush  and  bay  types. 
Style  No.  60-AB  illustrated. 


FLUSH  TYPE 


60-AB — automatic  communication  sys 
tern,  electric  drawer  operation 


60-AB — automatic  communication  sys¬ 
tem,  electric  drawer  operation. 


60-BF — manual  communication  sys 
tern,  electric  drawer  operation 


60-BB — manual  communication  system, 
electric  drawer  operation. 


60-CF — automatic  communication  sys 
tern,  manual  drawer  operation 


60-CB — automatic  communication  sys¬ 
tem,  manual  drawer  operation. 


60-DF — manual  communication  sys 
tem,  manual  drawer  operation 


60-DB — manual  communication  sys¬ 
tem,  manual  drawer  operation. 
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Series  42 


A  smaller  type  compact  unit  incorporating  all 
the  features  of  our  larger  windows  except 
for  size.  This  unit  is  popular  for  use  in  island 
installations. 


Style  No.  42-AF 
from  the  teller’s  side. 
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FLUSH  TYPE : 

42-AF — automatic  communication  sys¬ 
tem,  electric  drawer  operation. 

42-BF- — manual  communication  system, 
electric  drawer  operation. 

42-CF — automatic  communication  sys¬ 
tem,  manual  drawer  operation. 

42-DF — manual  communication  system, 
manual  drawer  operation. 


BAY  TYPE: 

42-AB — automatic  communication  sys¬ 
tem,  electric  drawer  operation. 

42-BB — manual  .communication  system, 
electric  drawer  operation. 

42-CB— automatic  communication  sys¬ 
tem,  manual  drawer  operation. 

42-DB — manual  communication  sys¬ 
tem,  manual  drawer  operation. 
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WINDOW 

Series  42-FF 


The  walk-up  window  is  becoming  increasingly 
popular,  providing  the  same  convenience  for 
pedestrians  as  the  drive-in  window  does  for 
customers  in  automobiles.  It  is  a  definite  help 
in  preventing  congestion  at  tellers’  windows 
in  the  banking  room. 

A  double  walk-up  window  is  shown  on  these 
pages,  but  single  walk-up  windows  are  also 
available. 


42-BFF — manual  communication  system, 
electric  drawer  operation. 


42-CFF — automatic  communication  system, 
manual  drawer  operation. 

42-DFF — manual  communication  system, 
manual  drawer  operation. 


Style  No.  42-CFF,  from  the  teller’s 
side.  Note  the  duplicate  cash  draw¬ 
ers,  speaker  systems  and  manually 
controlled  deposit  drawers.  Com¬ 
plete  facilities  and  ample  space  for 
dual  operation. 


An  excellent  example  of  a  modern  double 
walk-up  window  installation.  Note  the 
protection  afforded  by  the  canopy.  The  entire 
front  of  this  window  is  made  of  gleaming 
stainless  steel.  An  interesting  feature  is  the 
package  receiver  under  the  counter. 
(Milwaukee  County  Bank,  West  Allis, 
Wisconsin.) 


A  few  typical  INSTALLATIONS 


Auto  Bank  of  Santa  Monica  (Calif.)  Commercial  Trust  &  Savings  Bank.  Note 
the  walk-up  window  in  the  end,  the  drive-up  window  at  the  side.  The  opposite 
side,  without  canopy,  is  designed  to  accommodate  trucks.  An  interesting  feature 
is  the  writing  shelf  for  customers,  seen  at  left  of  the  walk-up  window. 


Multiple  installation  of  Drive-In  Windows  for  the 
Utica  Square  National  Bank,  Tulsa,  Oklahoma.  Note 
the  ample  space  between  the  four  windows  to  enable 
cars  to  drive  in  and  out  without  blocking  each  other. 


Another  view  of  the  installation  of  a  Style  No.  7 NAB  window  for  the  k 
First  National  Bank,  Atlanta,  Ga.  Note  the  ample  work  space  available  f 
for  telephone,  adding  machine,  sorting  rack,  etc.;  also  the  convenient 
location  of  cash  drawers  and  controls  for  the  deposit  drawer. 


Drive-In  Window  in  branch  of  the 
Muskegon  Bank,  Muskegon,  Mich. 


Installation  for  the  First  National  Bank, 
Atlanta,  Ga.,  of  a  Style  No.  7 NAB  win¬ 
dow.  Note  the  ease  of  communication 
between  customer  and  teller. 
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